198     NONOOCKETED ITEMS

9109110050 Advises that review of 910708 PHI determined that application for permit
603 substantially complete & w/encl permit conditions,technical!y adequate.
SHAFFER.R. Wyoming, State of. 91/08/09. KEARNEY.B. Power Resources, Inc. (for-
merly Sparkling City Nuclear Corp.). 4pp. 59068:266-59068:269.

9109110077 Advises that 910717 meeting held to discuss disposal of Naturita UMTRA
tailings at Union Carbide Uravan Mill site.

GOAD.J.W. Colorado, State of. 91/07/29. MATTHEWS.M. New Mexico, State of. 2pp.
59068:276-59068:277.

9109110132 Forwards Rev 0 to Temporary Instruction TXI-0122, "Zebra Mussel Treat-
ment," per directors final findings & orders for use of H-130 & CI-37 cooling water
additives for facility (Ohio EPA Permit 3IB00016).

LYSTER.M.D. Centerior Energy. PY-CEI/OEPA-013. 91/09/06. MAGNI.R. Ohio, State
Of. 1p. 59099:299-59099:331.

9109110175 Forwards responses to requests for info re facility decommissioning plan.
HAFFER.EA Sheehan, Phinney, Bass & Green, P.A. 91/09/09. SMUKLER.L New
Hampshire, State of. 8pp. 59099:183-59099:190.

9109110222 Approves permission to begin lixiviant injection into Unit 3 Wellfield exten-
sion at Christensen Ranch site. Approval constitutes fulfillment of amend 2 commit-
ment & will be entered as item 13 to change vol for permit 478.
MOONEY.G. Wyoming, State of. 91/08/16. CHAPMAN.W. Total Minerals Corp. 1p-
59068:340-59068:340.

9109110248 Submits groundwater monitoring rept for period 910401-0630 as required
by discharge plan 363 & NRC Old Stope Leaching monitor well analytical results for
second quarter 1991.

LUTHIGER.P. Quivira Mining Co. 91/07/31. OHRBOM.R. New Mexico, State of. 3pp.
59068:337-59068:339.

9109130085 FOIA request for documents re NRC rept designated RII-91-A^)44 & all no-
tices   of   violation   for   agricultural   research   svc   animal   parasite   research
lab,Aubum,ALstemming from site visits conducted from 1988 through present.
STERNBERG.S. Georgia, State of. 91/07/29. GRIMSLEY.D.H. Division of Freedom of
Information & Publications Services (Post 890205). 1p. 59095:325-59095:325.

9109130093 Rnal response to FOIA request for documents.App A records withheld in
entirety (ref FOIA Exemption 7).

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/09. STERNBERG.S. Georgia, State of. 3pp. 59095:326-59095:328.

9109130115 PNO-IV-91-024:Delta County Memorial Hosp received Tc generator w/con-
tamination on external surface of shipping container. No removable contamination
noted.DuPont & DOT informed of incidentState of CO investigating.
DODA.RJ. Region 4 (Post 820201). 91/09/10. 1p. 59113:051-59113:051.

9109160195 Ack receipt of 910702 Itr in response to 910606 NOV re insp rept 150-
00032/91 -01 .Response meets requirements in 10CFR2.201.

CLINE.W.E. Region 2 (Post 820201). 91/08/05. STRAND.W. North Carolina, State of.
1p. 59098:245-59098:245.

9109160262 Forwards rebuttal testimony re docket NDFC 91-1.
ROHRBACH.J.S. New Hampshire, State of. 91/09/09. SMUKLER.L New Hampshire,
State of. 5pp. 59116:336-59116:345.

9109160328 Forwards summary rept re Durango radon flux measurements & Rev 0 to
health physics procedure, "Radon Flux Measurement."

HAMP.S. NRC - No Detailed Affiliation Given. 91/08/12. GILLEN.D. NRC - No De-
tailed Affiliation Given. 16pp. 59106:007-59106:022.

-9109160337 Rev 0 to health physics procedure, "Radon Flux Measurement'11
OLDHAM.J.G., PETELKA.M.F., CATE.P.D. Chem-Nuclear Systems, Inc. 90/07/18.
8pp. 59106:015-59106:022.

9109170286 Forwards author rebutal testimony re base rate used by util, uncertainty in
prospective growth path of low level waste disposal costs & overall cost escalation
rates.

ROHRBACH.J.S. New Hampshire, State of. NDFC 91-1. 91/08/27. SMUKLER.L New
Hampshire, State of. 3pp. 59136:276-59136:278.

9109170292 Forwards AL Spitzer responses to data requests from State of NH Ofc of
Consumer Advocate (Set 4) & IE Canner responses to suppl data requests (dtd
910821) of Ofc of Consumer Advocate re decommissioning fund.
HAFFER.EA  Sheehan,   Phinney,  Bass &  Green,  PA  NDFC  91-1.  91/09/04.
SMUKLER.L New Hampshire. State of. 10pp. 59135:348-59135:357.

9109180173 Comments on NRC reclamation review for facility.Agrees w/ determination
that sites 48FR2861   & 48FR2863 not eligible for natl register.Eligibility of site
48FR2862 unknown & site 48FR2864 eligible for natl register.      ,
MARCEAU.T.E. Wyoming. State of. 48FR2861. 91/08/21. Uranium Recovery Field
Ofc, R4. 1 p. 59139:046-59139:046.

9109180202 Provides written notification of environ air sample results exceeding action
levels at US Ecology Richland.WA site.

PALMER.AJ. U.S. Ecology,  Inc. (formerly Nuclear Engineering, Inc.). 91/09/05.
ROBERTSON.G. Washington, State of. 2pp. 59157:352-59157:353.

9109180221 Informs licensee of results from perimeter TLD exceeding action level 50
mrem per quarter during Second Quarter 1991 at Richland.WA low-level radwaste dis-
posal facility.

NEWMAN.HJ. U.S. Ecology, Inc. (formerly Nuclear Engineering. Inc.). 91/09/05.
ROBERTSON.G. Washington. State of. 2pp. 59157:350-59157:351.

9109180228 Expresses displeasure at State of CT handling process of putting proposed
nuclear waste dump sites in South Windsor & Ellington residential areas & requests
help by telling State of CT of mistake.

KASMARZYK.W. Affiliation Not Assigned. 91/09/18. NRC - No Detailed Affiliation
Given. 2pp. 59157:348-59157:349.

9109190021 Informs that all income received on American Nuclear Corp surety account
to be applied to principal.

HALL.R.E. Uranium Recovery Field Ofc, R4. 91/08/23. SHAFFER.R. Wyoming, State
of. 2pp. 59146:007-59146:008.

9109190037 Provides evaluation of amended response to corrective action request
(CAR) YM-91-041 resulting from Yucca Mountain QA Division audit 91-03 of Los
Alamos Natl Lab.Concludes that overall amend determined to be satisfactory.
HORTON.D.G. Energy, Dept of. WBS 1.2.9.3. 91/09/10. HERBST.RJ. New Mexico.
State of. 9pp. 59157:249-59157:257.

9109190047 Requests that monitor wells MW-33 & MW-34 be deleted from list of re-
quired monitor wells.Revised page 18 to reflect addendum request encl.
CHAPMAN.WJ. Total Minerals Corp. 91/08/16. MOONEY.G. Wyoming, State of. 2pp.
59146:046-59146:047.

9109190101 Advises that written comments on EIS for Olaiborne Enrichment Ctr provid-
ed to NRC on 910814.Tentative review schedule,provided by NRC.encl.W/o encl.
WASCOM.R.  Louisiana, State of. 91/09/09. Louisiana, State of.  1p. 59164:105-
59164:107.

9109190226 Discusses NRC current review of Power Resources.lnc submittal entitled,
"West Highland Amend" which requests amend to license SUA-1511,to allow expan-
sion of existing mine production at highland U project.Draft EA not encl.
HALL.R.E. Uranium Recovery Field Ofc, R4. 91/09/05. BENOIT.D. Wyoming. State of.
2pp. 59146:001-59146:002.

9109190235  Advises that no concerns noted re proposed rev to Richland Operating
Procedure 62, "Facility Security" transmitted via 910823 Itr.

ELSEN.MJ. Washington, State of. 91/09/11. PALMER.A. U.S. Ecology, Inc. (formerly
Nuclear Engineering, Inc.). 1p. 59165:281-59165:281.

9109190236  Ack receipt of 910829 Itr informing State of WA of steps taken to correct
noncompiiances noted in 910701-03 insp of License WN-l019-2.Requests that final
resolution of Recommendations 3-7 be submitted by 911018.

ELSEN.M.H. Washington, State of. 91/09/12. SAUER.R. U.S. Ecology, Inc. (formerly
Nuclear Engineering, Inc.). 1p. 59165:282-59165:282.

9109190284 Responds to 910816 Itr requesting public comment on NRC staff proposal
for disposal of non-11e.(2) byproduct rnatl in U mill tailings impoundments.Decides to
solicit public comment w/announcement to that effect released shortly.
BERNERO.R.M.   Office   of   Nuclear   Material   Safety   &   Safeguards.   91/09/09.
STANLEY.R. Washington. State of. 3pp. 59167:055-59167:057.

9109200012 Forwards license condition that governs ground-water work at site.recent
review memo discussing ground water program & lab data for tailings impoundment
solution.W/o ends.

HALL.R.E. Uranium Recovery Field Ofc. R4. 91/09/05. NOVAK.M. Utah. State of.
2pp. 59168:011-59168:012.

9109200043 Submits results of review of rept. "Hazardous Determination for Solid
Waste From NFS Pond 3 Surface Impoundment Using Toxicity Characterization Leach
Procedure." State agrees that Pond 3 sediment not hazardous for cadmium.
HALE.D.S. Tennessee. State of. 15N-91-0205. 91/08/09.  PAINE.D. Nuclear Fuel
Services, Inc. 4pp. 59170:353-59170:356.

9109200047 Discusses Rio Algom Mining Corp application for license to conduct in situ
leach mining of U at Smith Ranch site.lnfo describing consultations held by NRC pro-
vided.

HALLR.E. Uranium Recovery Field Ofc, R4. 91/09/11. MARCEAU.T. Wyoming. State
of. 4pp. 59167:348-59167:351.

9109200055 Submits comments on review of 910222 bond estimate submitted to Land
Quality.Requests 1991-92 bond estimate be based on & include pump rating curves
which give accurate indication of amount of power consumed during groundwater res-
toration.

MOONEY.G. Wyoming. State of. 91/08/14. CHAPMAN.W. Total Minerals Corp. 3pp.
59155:355-59155:357.

9109200121 Relates State of NV comments re DOE QA Audit of Sandia Natl Lab held
on 910819-23.

ZIMMERMAN.S.W. Nevada, State of. HLWR. 91/09/09. HOOKS.K. Division of High-
Level Waste Management (Post 870413). HORTON.D. Energy. Dept. of. GERTZ.C.
Nevada. State of. 3pp. 59195:122-59195:124.

9109200185 Ack receipt of 910814 congratulatory Itr on appointment as chairman of
NRC.Author will be addressing Natl Assoc of Regulatory Util Commissioners at annual
meeting in San Antonio.TX in Nov.

SELIN.T. Commissioners (Post 750119). 91/09/12. MCFARLAND.J.T. New York, State
of. 1 p. 59171:105-59171:109.

-9109200190 Extends congratulations on appointment as chairman of NRC. Case of
Shoreham Nuclear Power Plant demonstrates that regulatory process can be tied in
knots with determined opposition from state officials.

MCFARLAND.J.T. New York, State of. 91/08/14. SELIN.I. Commissioners (Post
750119). 4pp. 59171:106-59171:109.

9109200230 Responds to 910826 Itr to EL Jordan requesting participation in ERDS
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper-
ations ctr to discuss issues prior to implementation of ERDS in State of OR.
SPESSARD.R.L. Office for Analysis & Evaluation of Operational Data, Director. 91 /
09/16. STEWART-SMITH Oregon, State of. 6pp. 59171:154-59171:159.

9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper-
ations ctr prior to program implementation in State of GA.

SPESSARD.R.L. Office for Analysis & Evaluation of Operational Data, Director. 91 /
09/16. HARDEMAN.J.C. Georgia, State of. 6pp. 59171:160-59171:165.

9109200263 Submits results of review of draft (June 1991) staff technical position on
"Geologic Repository Operations Area Underground Facility Design - Thermal Loads."
Document will likely be of little use as guidance to DOE.

LOUX.R.R. Nevada, State of. HLWR. 91/09/16. LINEHAN.JJ. Repository Licensing &
Quality Assurance Project Directorate (Post 881120). 7pp. 59195:125-59195:131.

9109200279 Forwards Aug 1991 significant intergovernmental activities & issues rept.
KAMMERER.C. State Programs (Post 900112). 91/09/13. ROGERS, CURTISS,
REMICK Commissioners (Post 750119). 11pp. 59157:298-59157:308..
